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You  are  opening  an  unusual  catalog.  A  book  which  brings  together 
in  unified  groups ,  a  collection  of  exquisite  lighting  fixtures  chosen 
from  the  QUALITY  FIELD .  yet  priced  low  to  satisfy  an  unlimited 
market. 

And  while  the  creative  talents  of  the  artist  are  invariably  expressed  in 
the  style ,  with  balance  and  relationship  in  every  sweeping  line  and 
tone,  at  no  time  has  the  ultimate  usefulness  of  the  fixture  been 
sacrificed  in  a  single  detail. 

Splendor  of  artistry,  yes!  Yet  precision  in  manufacture  of  every 
piece  from  forming  to  finishing. 

We  believe  you  will  recognize  in  these  offerings  the  hallmark  of 
America  s  top  flight  studios,  and  the  values  they  present. 


At  no  period  in  the  history  of  Residential  Lighting  has  the  American 
Home  Owner  been  quite  so  conscious  of  the  need  for  adequate 
lighting,  nor  quite  so  alert  to  expect  beauty  of  design,  quality  of 
workmanship  and  above  all  carefully  engineered  equipment,  de¬ 
signed  to  provide  full  measure  of  eye  comfort.  These  were  the 
requisites,  therefore,  that  governed  our  selection  and  endorsement 
of  these  offerings. 
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An  Aristocrat  of  Lighting  Fixtures  Created  of  Beautiful 
Embossed  Glass  with  Inspiring  Crystal  Trim  Presents  the 
Ultimate  in  Lovely  Line  and  Proportion. 

No.  F-485 — 5  Light.  With  bottom  turn  knob  to  No.  F-487 — 5  Light.  300  watt  capacity.  Length 

control  2,  3  and  5  Lights.  300  watt  capacity.  13".  Width  15%".  4  to  a  LInit. 

Length  36".  Width  15i/2".  4  to  a  Unit. 


Finish :  Marine  Brass 

Glassware:  With  glass  diffusing  bowl.  Light  Ivory  tinted  back¬ 
ground  and  with  embossed  design  in  highlighted  crystal.  Brilliant 

crystal  glass  stem. 
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Ivory  Enameled  Metal  and  Gold ,  with  Crystal  Glass  Ornaments. 
Combine  to  Give  Yon  Modern  Design  and  Modern  Indirect 

Lighting. 


No.  F-534 — 2  Light.  Crystal  glass  scrolls  and 
Ivory  clear  decorated  glass  bottom.  300  watt 
capacity.  Length  36".  idth  1514".  4  to  a  Unit. 


No.  F-537 2  Light.  Crystal  glass  break  in  stem 
and  Ivory  clear  decorated  glass  bottom.  300 
watt  capacity.  Length  36".  Width  1 5^4 4  to 
a  Unit. 


Finish:  Ivory  and  Gold 
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The  Dignity  and  Grace  of  These  Designs  Combined  with 
Fine  W orkmanship  and  Finish ,  Offers  an  Unusual  Value. 

No.  F-495 — 5  Light.  With  Crystal  Glass  trim.  No.  F-486 — 1  Light  Bracket.  Backplate,  4%" 

Length  36".  Width  20".  4  to  a  Unit.  diameter.  Extension  6^4".  Canopy  switch.  6  to 

a  Unit. 

Finish:  Polished  Brass 

:  Frosted  and  clear  polished  cut  design  glass  shades. 


Glassware 
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No.  F-493 — 3  Light.  Crystal  glass  trim. 
36".  Width  151/2".  4  to  a  Unit. 

No.  F-523 — 3  Light.  Crystal  glass  trim. 
133/".  Width  15i/2".  6  to  a  Unit. 


Length 

Length 


No.  F-521  -1  Light. 
6  to  a  Unit. 

No.  F-501  1  Light. 

6  to  a  Unit. 


Length  36".  Width  81/". 
Length  103/".  Width  81/". 


Finish :  Polished  Brass 

Glassware:  Frosted  and  clear  polished  cut  design  glass  shades. 
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True  American  Design,  Beautiful  Polished  Brass,  Sparkling  Cut  Shades 
and  Crystal  Glass  Trim,  Creating  an  Authentic  Colonial  Background. 


No.  F-475  5  Light.  Crystal 

Glass  trim.  Length  36". 
Width  19".  4  to  a  Unit. 


No.  F-476  — 1  Light  Bracket.  Back- 
plate,  4%"  diameter.  Extension  6 ^4". 
With  canopy  switch.  6  to  a  Unit. 


No.  F-483 — 3  Light.  Crystal 
Glass  trim.  Length  36". 
Width  15".  4  to  a  Unit. 


Finish:  Polished  Brass 


Glassware:  Frosted  and  clear  polished  cut  design  glass  shades. 
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No.  F-511  — 1  I  dglit  lantern.  Frosted  and  cut 
cylinder  4"  x  6".  Length  36".  Width  5%".  4  to 
a  Unit. 

No.  F-473 — 3  Light.  Crystal  trim.  Length  13". 
Width  15".  4  to  a  Lhiit. 


No.  F-491 — 1  Light. 
6  to  a  Unit. 

No.  F-481—  1  Light. 
6  to  a  Unit. 


Finish:  Polished  Brass 


Length  36".  Width  8]/4". 
Length  lll/2".  Width  8^". 


Glassware: 


Frosted  and  clear  polished  cut 


design  glass  shades. 
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There  is  a  Rare  Atmosphere  of  Elegance  Produced  by  These 
Graceful  Crystal  Trimmed  Chandeliers. 


No.  F-535- — 5  Light.  Length 
36".  Width  19l/2".  4  to  a  Unit. 


No.  F-536 — 1  Light.  Back- 
plate,  4%".  Extension  6".  6 
to  a  Unit. 


No.  F-533 — 3  Light.  Length 
36".  Width  16".  4  to  a  Unit. 


Finish:  Silver 

Superior  quality  American  crystal  glass  trim. 


Glassware: 
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Georgian  Influence,  Glittering  Crystal,  with  Genuine  Silver 
Plate  Finish,  Presents  Distinction  in  These  Fixtures. 

No.  F-543 — 3  Light.  Length  No.  F-546 — 1  Light  Bracket.  No.  F-545 — 5  Light.  Length 

36".  Width  16".  4  to  a  LTnit.  Canopy  switch.  Backplate,  36".  Width  1914".  4  to  a  Unit. 

4%"  diameter.  Extension  6". 

6  to  a  Unit. 

Finish:  Silver 

Glassware:  Superior  quality  American  crystal  glass  trim  and 
frosted  clear  design  glass  shades. 
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The  Modern  Classic,  Reflecting  Well-Balanced 
Illumination,  is  Presented  for  Individual  Selection. 


No.  F-555 -—5  Light.  Crystal  glass  trim 
with  bottom  turn-knob  to  control  2,  3 
or  5  lights.  200  watt  capacity.  Length 
36".  Width  20".  4  to  a  Unit. 


No.  F-556 — 1  Light  Bracket. 
Canopy  switch.  40  watt  capac¬ 
ity.  Backplate  4%"  diameter. 
Extension  6I4".  6  to  a  Unit. 


No.  F-553 — 3  Light.  Crys¬ 
tal  glass  trim.  120  watt  ca¬ 
pacity.  Length  36".  Width 
16l/2".  4  to  a  Unit. 


Finish:  Marine  Brass 


Light  Ivory  color  glass  shade. 


Glassware : 
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No.  F-551 — 1  Light.  Length  11%".  Width  8%". 
40  watt  capacity.  Finish — Marine  Brass.  6  to 
a  Unit. 

No.  F-561 — 1  Light.  Length  36".  Width  8%". 
40  watt  capacity.  Finish — Marine  Brass.  6  to 
a  Unit. 


No.  F-563 — 3  Light.  Crystal  glass  trim.  Length 
13".  Width  1 6^/2" .  120  watt  capacity.  Finish- 
Marine  Brass.  6  to  a  Unit. 

No.  F-512 — 1  Light.  Metal  shade  lined  with 
Ivory  enamel  with  Opal  Glass  globe.  Length  36". 
Width  12".  100  watt  capacity.  Finish — Marine 
Brass  and  Red  shade.  4  to  a  l  nit. 


Glassware:  Light  Ivory  color  glass  shade. 
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No.  F-435  -5  Light.  Bottom  turn  knob  to  control  2,  3 
and  5  Lights.  Length  36".  Width  18l/2".  4  to  a  Unit. 

No.  F-431  — 1  Light.  Length  9".  Width  7%".  6  to  a  Unit. 
No.  F-461 — 1  Light.  Length  36".  Width  7%".  6  to  a  Unit. 

Finish : 


F-441  1  Light  Bracket.  Canopy  Switch.  Backplate 

5"  diameter.  Extension  6Y2".  6  to  a  Unit. 

No.  F-443  3  Light.  Length  12".  Width  16".  4  to  a  Unit. 

No.  F-433 — 3  Light.  Same  as  F-443  except  suspended 
on  chain.  Length  36".  Width  16".  4  to  a  Unit. 
Polished  Brass 


The  Quality  and  Beauty  of  These  Colonial  Pieces  Belie  Their  Modest  Price 

No. 


Classware:  Frosted  and  clear  polished  cut  design  glass  shades  and  crystal  glass  breaks. 
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An  Exceptional  Economy  Value  Producing  Restful  Lighting 
Suitable  for  a  Variety  of  Interiors,  Yet  Distinguished  in  Design. 


No.  401  1  Light  Bracket.  Canopy  switch.  60  watt  capac¬ 

ity.  Backplate  5".  Extension  6x/2".  6  to  a  Unit. 

No.  405 — 5  Light.  Bottom  turn  knob  to  control  2,  3  or  5 
Lights.  200  watt  capacity.  Length  36".  Width  I814". 
4  to  a  Unit. 


No.  413 — 3  Light.  120  watt  capacity.  Length  12".  Width 
16".  4  to  a  Unit. 

No.  403  -3  Light.  Same  as  No.  413  except  suspended  on 
chain.  120  watt  capacity.  Length  36".  Width  16".  4  to 
a  Unit. 

No.  421 — 1  Light.  60  watt  capacity.  Length  9".  Width 
7%".  6  to  a  Unit. 


Finish:  Ivory  and  Gold  or  French  Bronze  and  Gobi 
Glassware:  Light  Ivory  colored  glass  shades  and  crystal  glass  breaks. 
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Soft,  Glareless  Light,  and  Appealing  Beauty  in  Line,  for 
the  Inspiring  Background  of  the  Conventional  Interior. 

No.  F-513 — 3  Light.  120  watt  No.  F-503  -3  Light.  Same  as  F-513  but  No.  F-515 — 5  Light.  Bottom  turn  knob  to 

capacity.  Length  36".  Width  made  ceil.  type.  120  watt  capacity.  Length  control  2,  3,  or  5  Lights.  200  watt  capac- 

17".  4  to  a  Unit.  13".  Width  17".  4  to  a  Unit.  ity.  Length  36".  Width  20".  4  to  a  Unit. 

Finish:  Ivory  and  Gold  or  French  Bronze  and  Gold 
Glassware:  Light  Ivory  colored  glass  shades. 
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Ivory  Glass  and  Antique  Finished  Metal  W  ith  Highly  Polished  Brass  Decorations  Fulfills  the 
Requirement  of  Good  Lighting  for  the  Recreation  or  Game  Room,  Den  and  Boys  Room. 

No.  F-516 — 2  Light.  120  watt  capacity.  Length  ^Yz".  No.  F-518 — 2  Light.  120  watt  capacity.  Length  5". 

Width  7".  4  to  a  Unit.  Width  9".  4  to  a  Unit. 

Finish:  Antique  Brass  with  Polished  Brass  trim 
Glassware:  Ivory  colored  glass  with  clear  line  decoration. 
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Beauty  and  Efficient  Illumination  Are  Offered  in  These  Modern  Lighting  Fixtures. 


No.  F-554— 1  Light.  With  off  white  colored  glass 
bowl.  100  watt  capacity.  Length  10”.  Width 
10%".  6  to  a  Unit. 


No.  F-484  1  Light.  Off  white  colored  glass  with 
clear  top  edge  and  bottom.  100  watt  capacity. 
Length  9”.  Width  10%”.  6  to  a  Unit. 


No.  F-552— 1  Light.  Ivory  colored  glass  bowl  with 
clear  glass  beads  on  edge.  100  watt  capacity.  Length 
9 %”.  Width  11”.  6  to  a  Unit. 
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Finish:  Ivory 
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Chromium  With  White  Glass  Fulfills  the  Requisite  for  Modern  Bathroom  and  Kitchen  Lighting 


No.  F-480— 1  Light.  Frosted  Glass  Globe.  Vapor 
proof  and  made  of  copper.  75  watt  capacity.  Length 
6 %".  Width  4%”.  12  to  a  Unit. 

No.  F-510—  1  Light  Bracket.  White  opal  glass  shade 
and  turn  switch.  60  watt  capacity.  Backplate  6%”  x 
4 %”.  Extension  4%”.  12  to  a  Unit. 

No.  F-526— 2  Light.  With  6”  diameter  white  glass 
with  clear  lines  and  clear  louvre  bottom.  120  watt 
capacity.  Length  51/4”.  Width  7”.  6  to  a  Unit. 

No.  F-547— 1  Light.  White  glass  with  clear  top  and 
bottom  lense.  150  watt  capacity.  Length  9%”. 
Width  8 %”.  6  to  a  Unit. 


No.  F-548— 2  Light.  Writh  8”  diameter  white  glass 
with  clear  lines  and  clear  louvre  bottom.  120  watt 
capacity.  Length  4”.  Width  9%”.  6  to  a  Unit. 

No.  F-549  1  Light.  White  glass  with  clear  top  and 
bottom  lense.  100  watt  capacity.  Length  7%”. 
Width  6”.  6  to  a  Unit. 

No.  F-550  2  Light.  With  10”  diameter  white  glass 
with  clear  lines  and  clear  louvre  bottom.  200  watt 
capacity.  Length  4%”.  Width  11”.  6  to  a  Unit. 

Finish :  Polished  Chrome 


No.  F-557C.O. — 1  Light  Bracket.  White  glass  with 
prismatic  bottom  lense.  Pull  chain  socket  and  con¬ 
venience  outlet.  75  watt  capacity.  Backplate  5%” 
diameter.  Extension  7”.  8  to  a  Unit. 

No.  F-558  — 1  Light  Bracket.  White  glass  with  pris¬ 
matic  bottom  lense.  Pull  socket.  75  watt  capacity. 
Backplate  5%”  diameter.  Extension  7”.  8  to  a  Unit. 
No.  F-559C.O.  — 1  Light  Bracket.  Opal  glass.  Turn 
switch  and  convenience  outlet.  60  watt  capacity.  Back¬ 
plate  4%”  diameter.  Extension  4%”.  12  to  a  Unit. 

No.  F-560  1  Light  Bracket.  Opal  glass.  Turn  switch. 

60  watt  capacity.  Backplate  4%”  diameter.  Exten¬ 
sion  4%”.  12  to  a  Unit. 
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FOR  CATALOG  No.  F40 
APRIL  1,  1940 


Prices  subject  to  change  without  notice. 

All  prices  subject  to  Federal  and  State  Taxes. 


APPROVED  WIRING 

All  fixtures  are  wired  complete  and  assem¬ 
bled  as  far  as  packing  will  permit. 

All  electrical  devices  used  are  approved  by 
the  National  Board  of  Fire  Underwriters  and 
each  fixture  bears  Underwriter’s  Label.  Mazda 
lamp  bulbs  are  not  included  in  price  of  fixture. 

FINISHES 

Finishes  specified  in  this  price  list  have 
been  carefully  selected  to  harmonize  with  the 
design. 


CLAIMS 

Responsibility  for  goods  damaged  or  lost  in 
transit  is  with  the  Transportation  Company, 
but  we  will  gladly  assist  in  securing  necessary 
adjustments.  Under  no  circumstances  will  we 
accept  the  return  of  merchandise  unless  we 
have  given  permission. 

SHIPPING  INSTRUCTIONS 

Please  specify  whether  route  of  shipment  is 
to  be  made  by  Express  or  Freight.  In  the  ab¬ 
sence  of  this  instruction  we  will  select  a  rout¬ 
ing  which  will  be  best  for  you. 
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